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allowed only  400 stadia to a degree, wMIe the tine measure-
ment was 480,
3rd, In converting the sch&ni of the Itinerary into Olym-
pic stadiat he assumed their uniform identity with the Persian
parasang of 3| Roman miles, whereas Sir Henry believes the
sch&nm to have been the natural measure of one hour
employed by all caravans, both in ancient and modem times,
to regulate their daily march, and to have averaged as nearly
as possible a distance of 3 British miles.
The different corrections to  be   applied   to   Ptolemy's
eastern longitudes on account of these three errors have been
calculated by Sir Henry Rawlinson to amount to
which Is within one-seventieth part of the empirical  correction
used by ML Gossellio.
To show the accuracy of the correction here proposed,
I need only refer to the difference of longitude between Taxila
and Palibothra, which has been given at p. 8 of this work.